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HARYANA GOVT. GAZ , SEPT. 19 , 1989 (BHDR , 28, 1911 SAKA ) 


PART 1] 


IRRIGATION AND POWER DEPARTMENT 

Notification 

The 7th September, 1989 
No. 724/Sonepat / 1989. - Whereas it appears to the Governor of Haryana that land specified 
below is needed by the Government , at the public expenses, namely, for proposed Kehelpa Pump 
House Link Drain No. I from RD , 0—500 out falling into Chapra drain at RD . 38000 /Left It is 
hcscby notificd that land in the locality described below is required for the above purpose . 

This notification is made under the provisions of section 4 of the Land Acquisition Act , 1894 , 
for information of all to whom it may be concerned . 

In excrcise of the powers conferred by the aforesaid scclion , the Governor of Haryana hereby 
authorise the officers of the Irigation Deparıment with their servants and workmen for the time 
engaged in the undertaking to enter upon and survey the land in the locality and do all other acts 
required or permitted by that section . 

Any person interested who has any objection to the acquisition of any land in the locality may 
within a period of thirly days of the publication of this notification, file objcction in writing before the 
S.D. 0. Civil-cum - Land Acquisition Collector , Gohana. 

Plans of the land may be inspected in the office of the S. D. 0. Civil-cum - Land Acquisition 
Collector, Gohara and Executive Engineer, Drainage Division , Sonepat. 

SPECIFICATIONS 


District 


Tehsil 


Village 


H. B. 
No. 


Area in 
Acres 


Direction /Kbasra N .. 


A strip of land measuring 500 
in a length 3850 width laying 
generally in the direction from 
East to West as Sonth to West 
as shown and Index Plan and 

Khasra Nos as given below ; 
11, 12 , 13 , 14 
11, 12, 13 , 14 , 15 
659 


Soncpat 


Gohana 


1.65 


Chhapia 6 74 

73 
G. M , 


1 


Do 


Do 


Kehipa 


7 78 


2.77 


1 


1 


10 


10 


2,9, 


11, 12 , 


ī 


2 


2 


22 


19 , 20 , 21 , 


1 


79 


22 


21 , 


1 


80 
82 


14 , 16 

2 , 3 . 


7 


8 , 14 , 15 


1 


2 


83 


11 


1, 2 , 9 , 10 , 


12 


2 


G. M. No. 225, 325, 439 


Total 


4.42 


By the order of the Governor of Haryana , 


: 


( Sd .) 
Superintending Engineer , 
Drainage Circle , Karnal, 


6 


